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SUPPLEMENT TC 


The Vulke Chervenkov plywood factory of Cherns. Vit was bails in I946 and is 
about 86 meters long ard 60 neters «ride, The factory had an $0 moter sicke- 
stack and a toller, teken from a Dutch ship, waich produced steam orcseure of 
about eight aimespheres, 


The steam was conveyed from the boiler to three tanks, § x 6 x 4 neters, 


steaming the tree trunks were taken out and sawed into 2.2 x 1.4 moter 
sections. The pieces were then sent to 4 Germanemadea Chels-R.Beplin {etc} 
machine, which had 90 horsepower and wes electrically operated. This mehine 
cut the pleces of wood inte stripa one or two centimeters thiek and Ld to 
2.2 meters long. The strips vere then sent to a eylindricel machine where 
they were dried, four at a tine. After drying, the sheets were sent te a 
Preeser where they vere glued end polished. The strips were glued ct 2 
temperature of 130 degrees Fahrenheit end ata pressure of 200 atmospheres, 


The fsetory hod ebous 200 workers ermleved tn three shifts, tt prodveed daily 
about 25 eubie feet of clywnod, of vi ich 20 euble fect vere exportea and 5 

cuble feet kept for docestie consumption. 

Two other plywocd factories, the Polov: il Abadehiey and the Folkevatk Abadehter 


About one kilometer froa Cherni Vit, neer the Cherni Vit River, there was o 


hydro-electric plant of Lukovit. The Cherni Vit plant. produced. 2,400 kilo 
watts. There was another hydro-cleetric plant outside the village of Imsomishte 
which had one 800 horsepover turbin ae 
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